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Message Text 

UNCLASSIFIED 

PAGE 01 ABU DH 00776 150514Z 
ACTION NEA- 10 

INFO OCT-01 EUR- 1 2 ISO-OO EB-08 /031 W 

150919Z 033984/23-12 

R 141 121Z MAR 77 
FM AMEMBASSY ABU DHABI 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 5773 
AMEMBASSY ATHENS 

UNCLAS ABU DHABI 0776 

E.O. 11652: NA 
TAGS: BTIO, TC 

SUB J : FOEIGN GOVT TENDER -33/6.6 KV SUBSTATION 

1. 520/01/T0020 
2.031277 

3. R. COURTNEY 

4. 520 UNITED ARAB EMIRATES 

5. N 

6A. TENDDER DOCUMENTS CAN BE OBTAINED FOR A NON-REFUND ABLE FE 
OF 500 DHS. ($1.00 EQUALS 3.90 DH.) FROM: 

6B. DUPUTY FINANCIAL CONTROLLER AND ADMINISTRATIVE MANAGER 
6C. DUBAI ELECTRIC COMPANY 
PO BOX 564 

DUBAI, UNITED EMIRATES 
CALBE: KAHRABA DUBAI 
TELEX: 5838 (KAHRHA) DB 

7. LC/15/77 

8. 12 APR, 1977 12:00 NOON 
9.201 

10. 9918203/0000. INVITATION TO TENDER READS AS FOLLOWS, 

QUOTE: 

DUBAI ELECTRICITY COMPANY 
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PO BOX 564 
DUBAIN UAE. 

ARABIAN GULF 

SPECIFICATION LC/15/77 

CONSTRUCTION OF 33/6.6 KV SUB-STATION AT HORALANZ 
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THE DUBAI ELECTRICITY COMPANY INVITES TENDER FOR 
"CONSTRUCTION OF 33/6.6 KV SUB-STATION AT HORALANZ." 

THE TENDER DOCUMENTS WILL BE AVAILABLE FROM MONDAY. 
14TH MARCH, 1977 TO MONDAY, 28TH MARCH, 1977 AND MAY BE 
OBTAINED FROM THE DEPUTY FINANCIAL CONTROLLER AND AD- 
MINISTRATIVE MANAGER, DUBAI ELECTRICITY COMPANY DURING 
OFFICE HOURS ON PAYMENT OF DH . 500 (DIRHAMS FIVE HUN- 
DRED ONLY) IN CASH WHICH IS NON-REFUND ABLE. 

TENDER MUST BE VALID FOR 90 DAYS. 

EVERY TENDER MUST BE ACCOMPANIED BY A BID BOND IN 
THE FORM OF UNCONDITIONAL BANK GUARANTEE FOR 5 PER CENT 
OF THE TOAL TENDER SUM VALID FOR 90 DAYS. THE SUCCESS- 
FUL TENDERER WILL BE REQUIRED TO REPLACE THIS WITH A 
PERFORMANCE BOND EQUAL TO 10 PER CENT OF THE TOTAL CON- 
TRACT SUM FOR THE PERIOD OF THE CONTRACT. 

COMPLETED TENDER IN PLAIN WAX SEALED ENVELOPES 
MARKED "TENDER FOR CONSTRUCTION OF 33/6.6 KV SUB-STATON 
AT HORALANZ LC/15/77 MUST BE ADDRESSED TO THE CHAIRMAN 
OF THE TENDER COMMITEE, AND DELIVERED INTO THE TENDER 
BOX OF DUBAI ELECTRICITY COMPANY, BY 12 NOON, TUESDAY, 
12TH APRIL, 1977. 

THE TENDERERS WHO DEVIATE FROM THE ABOVE FORMALITIES 
WILL NOT BE CONSIDERED. 
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THIS ADVERTISEMENT IS A COMPLEMENTARY PART OF THE 
TNENDER DOCUMENTS. 

UNQUOTE 

O 

1 1 . TO BE FINANCED FROM DUBAI DEVELOPMENT BUDGET. 
PEALE 
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